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[Abstract:] The foundation & bed plates must be laid before the machinery can be placed. 


The Maxim Electric Light and Power Co. 
617 & 619 Arch Street, 

Philadelphia, 

October 19, 1881 


Col. A. Loudon Snowden 
United States Mint Phila. 


Dear Sir 


Our Mr. Warden mentions the fact of your dissatisfaction in regard to the delay in the 
completion of the work at the Mint. We beg leave to state that before we can place our machines, 
the necessary foundations and bid plates must be prepared, the work of doing so is in the hands 
of the Engineer of the Mint, and as soon as every thing is in readiness we will see that the work 
is pushed to completion. 


Regretting any annoyance you may have had in this matter we remain. 


Very Respectfully, 

The Maxim Electric Light Power Co. 
F.M. Nichols 

Secty. 


